152     DOCKETED ITEMS

9203100036 Forwards insp repts 50-369/92-01 & 50-370/92-01 on 920127-31 .No viola-
tions or deviations noted.

HERDT.A.R. Region 2 (Post 820201). 92/02/19. MCMEEKIN.T.C. Duke Power Co.
3pp. 60843:184-60843:198.

-9203100040 Insp repts 50-369/92-01 & 50-370/92-01 on 920127-31 .No violations
noted.Major areas inspected:plant fire protection/prevention implementation program.
MILLER.W.H., BELISLE.G.A. Region 2 (Post 820201). 92/02/13. 12pp. 60843:187-
60843:198.

9202190037 NRG Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9203100171 Confirms dates of 920406-10 for NRC insp at plant in response to Generic

JULIAN,C.A. Region 2 (Post 820201). 92/02/21. MCMEEKIN.T.C. Duke Power Co.
3pp. 60844:329-60844:331.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11 pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire,"

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9203100169 Responds to NRC 911218 Itr re violations noted in insp rept 50-369/91-13
& 50-370/91-13.Corrective actions:meeting held by Station Mgt personnel to ensure
that positive control existed for VE doors.

MCMEEKIN.T.C. Duke Power Co. 92/03/02. Document Control Branch (Document
Control Desk). 4pp. 60897:356-60897:359.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203180120 Forwards insp repts 50-369/92-04 & 50-370/92-04 on 920119- 0222-No
violations or deviations noted.

HERDT.A.R. Region 2 (Post 820201). 92/03/03. MCMEEKIN.T.C. Duke Power Co.
3pp. 60936:118-60936:126.

-9203180122 Insp repts 50-369/92-04 & 50-370/92-04 on 920119-0222.No violations
or deviations noted.Major areas inspected:plant operations.safety
verification,surveillance testing,maint activities & followup on LERs & previous insp
findings.

VAN DOORN.P.K,, COOPER.TA, BELISLE.G.A. Region 2 (Post 820201). 92/03/02.
6pp. 60936:121-60936:126,

9203180133 Forwards insp repts 50-369/92-03 & 50-370/92-03 on 920127- 31.No vio-
lations or deviations noted.

JULIAN.C.A. Region 2 (Post 820201). 92/03/05. MCMEEKIN.T.C, Duke Power Co.
3pp. 60936:149-60936:158.

-9203180138 Insp repts 50-369/92-03 & 50-370/92-03 on 920127-31.No violations or
deviations       noted.Major       areas      inspected:snubber       surveillance.inservice
insp.instrumentation maint procedures & design changes & mod.
LENAHAN.JJ.,  BLAKE.JJ.  Region 2 (Post 820201). 92/03/04. 7pp. 60936:152-
60936:158.

9203120111 Forwards Rev 0 to "ISI Rept - Unit I.McGuire 1991 Refueling Outage 7,"
Rept submitted in accordance w/ASME Code Section XI.

TUCKER.H.B. Duke Power Co. 92/03/06. Document Control Branch (Document Con-
trol Desk). 1p. 60930:118-60930:319.

-9203120118 Rev 0 to "ISI Rept - Unit 1 .McGuire 1991 Refueling Outage 7."

HOGGE.AJ., UNDERWOOD.G.J., BARBOUR.J. Duke Power Co. 92/02/26. 250pp.
60930:119-60930:319.

9203180275 Notification of 920507 meeting w/util in Rockville.MD to discuss results of
SG insps.pulled tube exams.crack growth rate prediction & future insp plans for plant
SGs.Meeting agenda encl.

REED.TA Project Directorate II-3. 92/03/12. MATTHEWS.D.B. Project Directorate II-
3. 5pp. 60962:017-60962:021.

9203250076 Responds to NRC 910320 Itr re violations noted in insp rept 50-369/91-01
& 50-370/91-01 .Corrective actions:program to inspect all safety &. non-safety related
electrical cabinets containing fuses.

MCMEEKIN.T.C. Duke Power Co. 92/03/12. Document Control Branch (Document
Control Desk). 2pp. 61099:331-61099:332.

9203310188 Responds to NRC 911030 Itr re violations noted in insp repts 50-369/91-21
& 50-370/91-21 .Corrective actions:addl guidance will be provided to operators on how
to handle situations that go beyond level of detail in procedure.
MCMEEKIN.T.C. Duke Power Co. 92/03/19. Document Control Branch (Document
Control Desk). 2pp. 61207:119-61207:120.

R. Periodic operating reports & related correspondence

9203020164  "McGuire  Nuclear Station  Semiannual  Radioactive  Effluent  Release
Rept,Jul-Dec 1991." W/920226 Itr.
MCMEEKIN.T.C. Duke Power Co. 91/12/31. 61pp. 60791:134-60791:195.

9203020135 Forwards frtness-for-duty program performance data for Jul-Dec 1991.
TUCKER.H.B. Duke Power Co. 92/02/25. Document Control Branch (Document Con-
trol Desk). 13pp. 60766:335-60766:347.

9203260003 Forwards corrected "Personnel Exposure Rept for 1991," correcting error
in computer codes re distribution of dose by five TS-designated job functions.
MCMEEKIN.T.C. Duke Power Co. 92/03/12. Document Control Branch (Document
Control Desk). 2pp. 61128:045-61128:053.

-9203260007 Revised "Personnel Exposure Rept for 1991," consisting of tabulation of
number of station.util & other personnel receiving exposure of more than 100 mrem/

y-

* Duke Power Co. 91 / 1 2/31 . 7pp. 61 1 28:047-61 1 28:053.

9203160267 Forwards monthly operating repts for Feb 1992 for McGuire Nuclear
Station, Units 1 & 2 & Jan 1992 info re personnel exposure & liquid & gaseous release
for Dec.

MCCRAW.E.O. Duke Power Co. 92/03/13. Document Control Branch (Document
Control Desk). 2pp. 60968:193-60968:205.

-9203160276 Monthly operating repts for Feb 1992 for McGuire Nuclear Station Units 1
&2.

WILLIAMS.R.A.,   SIMMONS.N.C.   Duke   Power  Co.   92/02/29.   10pp.   60968:195-
60968:204.

-9203160279 Revised monthly operating repts for Jan 1992 for McGuire Nuclear
Station.incorporating personnel & liquid & gaseous release info for Dec.

*  Duke Power Co. 92/01 /31 . 1 p. 60968:205-60968:205.

S. Reportable occurrences, LERs & related correspondence

9203030267 LER 92-001 -00:on 920116,orderly shutdown commenced as result of pri-
mary-to-secondary leakage.Caused by steam generator tube 47-46 leaking 30 drops
per minute at secondary side.Data review conducted.W/920227 Itr.
PEDERSEN.T.L,   MCMEEKIN.T.C.   Duke  Power  Co.   92/02/27.   2pp.   60838:024-
60838:025.

9203090091 LER 92-002-00:on 920 117,error detected in results from computer program
used to perform power distribution surveillance calculations.Caused by design defi-
ciency. Program corrected. W/ 920302 Itr.

PEDERSEN.T.L,  MCMEEKIN.T.C.  Duke Power Co.  92/03/02.  10pp. 60871:242-
60871:251.

9203260192 NPDES noncompliance notification:on 920304, sanitary treatment sys sand
filter bypassed until 920305 due to overflow condition of sand filter.Personnel in proc-
ess of evaluating some form of shading to control algae growth.
ATHERTON.N.G. Duke Power Co. 92/03/17. GLEASON.R. North Carolina, State of.
5pp. 61 1 29:229-61 1 29:233.

9203260042 NPDES noncompliance notification:on 920307, rainfall event exceeding 1.25
inches of pH values for discharge occurred in ash settling pond.Caused by rainfall w/
value.

low pH value. Values returned to within normal range on 920309.
ATHERTON.N.G.   Duke   Power   Co.   92/03/19.   North   Carolina,   State  of.
61128:029-61128:030.

2pp.

9203250156 LER 92-003-00:on 920219,discovered that valve 1WL-130B (upper head in-
jection check valve test line isolation) inoperable.On 92021 2,work request lacked
proper rev number. Caused by mgt deficiency. Valve retested.W/920320 Itr.
PEDERSEN.T.L..  MCMEEKIN.T.C.  Duke  Power Co.  92/03/20.  11pp.  61120:305-
61120:315.

V. Operator Examinations

9203240380 Forwards rept of unsatisfactory performance test resultper 10CFR26,App
A for fitness-for-duty program.

TUCKER.H.B. Duke Power Co. 92/03/17. Document Control Branch (Document Con-
trol Desk). 4pp. 61 093:351 -61 093:354.

DOCKET 50-370 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 2

F. Security, medical, emergency & fire protection plans

9203230072 Forwards FEMA rept for offsite portion of facilities exercise of 910619-
20. No deficiencies identified during exercise.However,13 areas requiring corrective ac-
tions identified. W/o encl.

CLINE.W.E. Region 2 (Post 820201). 92/02/18. MCMEEKIN.T.C. Duke Power Co.
4pp. 60984:139-60984:142.

9203100036 Forwards insp repts 50-369/92-01 & 50-370/92-01 on 9201 27-31. No viola-
tions or deviations noted.

HERDT.A.R. Region 2 (Post 820201). 92/02/19. MCMEEKIN.T.C. Duke Power Co.
3pp. 60843:184-60843:198.

-9203100040 Insp repts 50-369/92-01 & 50-370/92-01 on 9201 27-31 .No violations
noted.Major areas inspectedplant fire protection /prevention implementation program.
MILLER.W.H. Region 2 (Post 820201). 92/02/13. 12pp. 60843:187-60843:198.

9203260183 Forwards public version of revised EPIPs.including RP/O/A/5700/07 &
RP/0/ A/5700/ 10.W/920323 release memo.

MCMEEKIN.T.C. Duke Power Co. 92/02/20. Document Control Branch (Document
Control Desk), 4pp. 61114:139-61114:169.

-9203260188 Public version of revised EPIPs.including RP/O/A/5700/07 & RP/O/A/
5700/10.
MICHAEL.R.P. Duke Power Co. 92/02/20. 26pp. 61114:141-61114:169.

9203120280 Rev 9 to Crisis Mgt Plan Implementing Procedure EDA-4, "Off-Site Dose
Projections for Oconee Nuclear Station." W/ 920306 Itr.
HARRIS.R.E. Duke Power Co. 92/02/26. 28pp. 60925:256-60925:283. of Operational Events Assessment (Post 870411). 92/02/18.
